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sits abundance of phosphorus, and expands
IB one volume to 14 nearly^ which is found be pure hydrogen: 6. Liquid oxymuriate lime absorbs phosphuretted hydrogen, con-ting it into phosphoric acid and water, i leaves any free hydrogen that may be seot; hence we are enabled to ascertain proportion of free hydrogen in any such tture, an important point as far as'regards ; gas: 7. One volume of pure phosphu-;ed hydrogen^ requires two volumes of rgen for its complete combustion by an ;tric sparkf in Volta's eudiometer; (the es         be previously mixed in a tube not
selhasi ^ of an inch in diameter^ to pre-t an explosion in the act of mixing, after ch'they may safely be transferred into any *r vessel); the result of the combustion hosphoric acid and water: 8. One volume ihosphuretted hydrogeli? mixed with from > 6 volumes of nitrous gas^ may be ex-led by electrieity in Volta's eudiometer; t may be exploded by sending up a bub-of oxygen, without electricity; in like iner, may the mixtures of phosphuretted *ogen and oxygen be exploded by a bub-of nitrous gas: 9, One volume of phos-retted hydrogen, mixed with 4, less or